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. Dopariment of State 
SUBJECT; Emergency Radio Facilities for[ | 


1. Reference is made to your memorandum of 25 Marsh, 1948, on 
the subject of emergency radio facilities i | In view of the 
urgency of the [__ ]request, and the essential protection that such 
an emergency radio facility would provide that post, the CIA agrees 
to install, at the earliest possible date, a radicetelephone facility 


~ eapable of maintaining emergency contact with nearby State Degartuent. 
posts. > a ee ae => a 


2 Se: Dus to the danger of possible asourity breaches and cireult - 
- malfunctions, in the use of such radioetelephone facility by untrained 
personnel, it should be noted that the facility isa being ingtalled as 


ar interim measure for truce emergency use only, pending the assignment 
[peste The - 


coumunications control of Mr. Alen K. 
Embassy» Teheran, Iran. 


3 The CIA will advise Ur, Eurich that the requested Installation 
4g to be accomplished in accordance with thie letter. Further, Ur. 


Eurich will be advised that the interim radio telephone facility ies to 


be used under outright emergency conditions only and is not to be 
construed. ag & normal commnications channel at thig tins, 


4, In comection with the iustellation of nocessary radio equip- 


*, mant and the briefing and training of [__ ]personnei in the operation — 


of such equipment, 4% 1s requested that the Departsient of State: 


. Be ‘Lond all possible assistance in providing ipetaportation ao 


equiret to transfor equipment presently available at 


b, Aid in the movement of communicationg technicians within at 
the[|—SS~=éiit@ accompligh this projects 


go. ‘Allocate a Foreign Services designation of Clerk to the [| 


Consulate for a permanent radio operator technician; gos 
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“ae 
de Aavize the State posts -goncerned of the neeassary restrictions 
Or ‘Aperation of the equipment... 


25X1A 5 It is sugested that the detailed acconplishweont of this projet 


be discussed bebreon ou, or your degipnated representative, and Lit. 
el Chief, Communications Division, CIA. 


| | SIGNED” 
Ae Se ee ee R. OH. H. HILL SKORTTER 
: Pa aig ef “CLAD MS 
; ; DIRECTOR oF ae AL iwiguht cenee.. 
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